

Appendix J3

USDA Quality Control Regulations

On August 12, 1980, the U.S. Department of Agriculture finalized
details of the total quality control program, which was approved for
use by processing plants on a voluntary basis.  The following is a copy
of the relevant sections of the Code of Federal Regulations as amended.
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